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TAGS: PARM, TECH, IAEA, US, SP 

SUB J : AMENDMENT OF US-SPAIN IAEA TRILATERAL 

REF: A. IAEA VIENNA 583, B. STATE 18061 AND C. MADRID 709 

1. THE ADDITION OF TWO NEW SECTIONS TO SUBJECT AMENDMENT 
PROPOSED IN REF A ACCEPTABLE WITH FOLLOWING CHANGES: DELETE 
FIRST WORD "OTHER" OF PROPOSED AMENDMENT TO SECTION 18 AND 
INSERT PHRASE "OTHER THAN NUCLEAR MATERIALS" BETWEEN SECOND 
WORD "MATERIALS" AND "EQUIPMENT" SO THAT BEGINNING OF 
SENTENCE READS "MATERIALS OTHER THAN NUCLEAR MATERIALS, 
EQUIPMENT OR FACILITIES," ETC. NEW PROPOSED SECTIONS WOULD 
BECOME SECTIONS l.F AND l.G. 

2. VIENNA AND MADRID REQUESTED INFORM AGENCY AND GOS OF 
FOREGOING AND REITERATE THAT WE PREPARED HAVE TRILATERAL 
HANDLED AT JUNE BOARD OF GOVERNORS MEETING (PER REF B). 

3. AS TO REF C, ALTHOUGH WE SEE NO MAJOR PROBLEM IN MAKING 
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CHANGE TO "CONVENIO," WE ARE PUZZLED AS TO GOS RATIONALE FOR 
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ALTERING LANGUAGE AT THIS TIME. PLEASE ADVISE. DEPARTMENT 
WILL BE REVIEWING ENTIRE SPANISH LANGUAGE TEXT OF THIS 
AMENDMENT AND WOULD WELCOME SPANISH VERSION OF THE AMEND- 
MENTS MENTIONED PARA 1 ABOVE. KISSINGER 
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